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NARA RG104, Entry 1, Box 182 


Exhibit of The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

July 10, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint, Phila. 

Dear Sir 

Two reverse dies and collar just received in good condition. 

While I write a furious fire is raging in the immense cold storage house of the exposition, 
and it is reported that 20 or more firemen have lost their lives. 

Our stock of medals will last about four days longer. 

Very Respectfully, 

N.S. Beekley 



